APOLLO GAN Specification 
PS2007200 REV M 


1. SCOPE 


1.1 PURPOSE. This specification establishes the detail requirements for complete identification 

and acceptance of the Power and Serve Assembly, Part Numbers 2007200*011, 2007200-021, ... 

2007200*031, 200720t’"04t r i t007200*«Sl, 200720#*0#1 T 2097300--tri sndJ»OOT»00*081, hereafter 
called the assembly. 

It APPlSbABLi DOCUMENTS 

2.1 EFFECTIVE ISSUES. The following documents form a part of this specification te the extent 

specified herein. Unless otherwise specified. Military Standards and Specifications shall be the 
issue in effect on the date of request for propo sal or invitation to bid. _ 


SPECIFICATIONS 


Military 


MIL-T-21038 


APOLLO GAN 
ND1002214 


ND1002272 

ATP2015497 

STANDARDS 

Military 

MIL-8TD-202C 

DRAWINGS 

APOLLO GAN 



Transformers, Pulse, Low Power, General 
Specification for 

i— 


General Specification for Preservation, Packaging, Packing 
and Container Marking of APOLLO Guidance and Navigation 
Major Assemblies, Assemblies, Subassemblies, Parts 
and Associated Ground Support Equipment 

Test Specification, Power and Servo Assembly, 
Workmanship-V ibration 

we »i 

Assembly Test Procedure for APOLLO CSM 
Inertial Subsystem 


Test Methods for Electronic and Electrical 
Component Parts 





Power and Servo Assembly 


















